AMENDMENT NO. 1 DECEMBER 2020 
TO 


IS 1626 (PART 2) : 1994 ASBESTOS CEMENT BUILDING 
PIPES AND PIPE FITTINGS, GUTTERS AND GUTTER 
FITTINGS AND ROOFING FITTINGS — SPECIFICATION 


PART 2 GUTTERS AND GUTTER FITTINGS 


( Second Revision ) 


(Page 6, clause 8.2) — Substitute the following for the existing: 


‘8.2 BIS Certification Marking 

The product(s) conforming to the requirement of this standard may be certified 
as per the conformity assessment schemes under the provisions of the Bureau of 
Indian Standards Act, 2016 and the Rules and Regulations framed thereunder, 
and the products(s) may be marked with the Standard Mark.’ 


(CED 53) 
Publication Unit, BIS, New Delhi, India 


